SES% oe 


Approved For Release 20064 * api id inidc aie T96G6R000100040026-7 can 


CENTRAL INTELLIGENCE AGENCY 
WASHINGTON,D.C. 20505 


Review Staff: 75/2407 
14 August 1975 


Mre. William G. Miller 

Staff Director 

Select Committee To Study Governmental 
Operations With Respect To Intelligence 


Activities 
Room G- 308 in ae S . 
Dirksen Senate Office Building 
Washington, D. C. 20510 Atte Mr. Maxwell 


Dear Mr. Miller: 

In response to a request by 
1975 for a copy of a 21 April /1960 report entitled, 
"Scientific and Technical Pfoblems in Covert Action 


Operations", please be agvised that all pertinent registries 


have been searched. e requested document cannot be 


located. 


. 25X11 
Sincerely, 


Walter Elder 
Assistant to the Director 


NATIONAL SECURITY INFORMATION 
eo Disclosure Subject to 
Crifsinal Sanctions. 


.Pate 
@. Pages’ 
tf 8/14/75 1 


Committee Member /$ taffer 
Material Directed to: 


-. Mr. William G. Miller 


from Mr. Elder 
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a search in all pertinent registries, 3h : : : 


the 21 April 1960 report entitled, 
"Scientific and Technical Problems in 
Covert Action Operations'' which he requested 
‘on. 6 August 1975 cannot be located. 


